Message 


From: Corda, Christina (SUF) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

Ol/CN=RECIPIENTS/CN=CHRISTINA.CORDA] 

Sent: 6/3/2010 7:35:51 PM 

To: Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan]; 

Corbett, Kate (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett]; 
O'Brien, Elisabeth (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail- 
01/cn=Recipients/cn=Elisabeth. O'Brien] 

Subject: chemists' notes, etc. 


hi, 

can you please mail me the chemists' notes, photographs, etc. on the following case: 



analyzed: 3/11/10 
thx! 

Christina E. Corda 

Assistant District Attorney 

Dorchester Division of Boston Municipal Court 

510 Washington Street 

Dorchester, MA 02124 

(p) (617) 287-1195 x.110 

(f) (617) 282-2292 
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